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3 nNaventer 1956 


XA os 
25X1A 
FROM : Chief of station, [inl 
SUBJECT : GENERAL — OPERATIONS 
25X1A Specific: SESE Report ) 
this is Commander's Report on Mission No. 1323, il 
25X1A flown on 12 November 1956, QJNo. 352. 
25X1A 2, PR Performance: Excellent. 
3. Weather: Slightly more cloud than forecast. More haze than 
forecast. Haze and low sun angle restricted visibility near end 
of mission. 
25X1A he aaa R6 shutter failure ~ broken cam — time 
25X1A snot _-known. [ER failure - scan motor burned out after 225 feet. 
fu 
Ny 29X1A 5. ees" - all equipment functioned properly. 
lg 25X1A Gs GE? es formance: Excellent. 
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